SECURITY CONSTRUCTION STATEMENT 

For use of this form see AR 1 90-1 1 ; the proponent agency is PMG. 


INSTRUCTIONS 

This form will be prepared in three copies. The original will be maintained permanently in the files of the individual signing the form. The first copy 
will be maintained permanently in the using unit/organizational files. The second copy will be filed permanently in the arms/ammunition storage 
facility. All entries except item 7 will be typewritten. 


1 . THE CONSTRUCTION OF THIS FACILITY CONFORMS TO THE CRITERIA OF AR 190-11 WHICH IS IN EFFECT ON THIS DATE EXCEPT AS INDICATED 
HEREON 


2. ROOM AND BUILDING NUMBER, STREET AND INSTALLATION ADDRESS 


3. THIS APPLIES TO 

a. D AN EXISTING STRUCTURE 

b. □ CONSTRUCTION OF NEW FACILITY 

c. □ MODIFICATION OF EXISTING FACILITY (Explain) 


4. NAME OF OFFICIAL IN ITEM 7 BELOW 

GRADE 

6. ADDRESS OF OFFICIAL 


5. ORGANIZATION 



7. SIGNATURE 


DATE SIGNED 


DA FORM 4604, SEP 2006 



APD LC vl.OIES 






